ELECTION WARDS AND POLLING PLACES 
7TH ALDERMANIC DISTRICT 
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WARD(S) 

ADDRESS 

46,47 

5000 N 53RD ST 

64 

3517 WCOURTLANDAV 

65 

3600 W HOPE AV 

66 

4340 N 46TH ST 

50,51,67 

5075 N SHERMAN BL 

68,69 

5225 W LINCOLN CREEK 

97,99 

3618N53RDST 1 

98 

5555 W CAPITOL DR 

100 

3725 N SHERMAN BL 

101 

3850 N 35TH ST 

102,103,104 3000 N SHERMAN BL 

105 

3200 N 36TH ST 

106,110,111 2320 W BURLEIGH ST 

107 

2308 W NASH ST 

160,161 

2525 N SHERMAN BL 


POLLING LOCATION 

Hampton School 
Thirty-Fifth Street School 
Samuel Clemens School 
Parklawn YMCA 
Barack Obama School 
Congress School 
Fifty-Third Street School 
Albright United Methodist Church 
Parklawn Assembly of God 
DPW Field Headquarters 
Boys & Girls Club - Mary Ryan 
Keenan Health Center 
Children's Outing Association 
Ben Franklin School 
Washington High School 
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